1. WW 
O-Callaghan Eliott Hotel 


Room count: 120 
Address : 2 Governor's Parade,G11 1Alw6pantap 
Geolocation: -5.3523333,36.1405205 


2 kk kk 
The Caleta Hotel Health, Beauty Conference 


Centre 


Room count: 151 
Address : Sir Herbert Miles Road,GX11 1AAIu6pantap 
Geolocation: -5.341308116912842 ,36.1380285150916 


3. Www & 
The Caleta Hotel Self-Catering Apartments 


Room count: 
Address : Sir Herbert Miles Road,GX11 1AATu6pantap 
Geolocation: -5.341393947601318,36.13804801042441 


4. kkk 
Queen-s Hotel 


Room count: 62 
Address : 1 Boyd Street,GX111AAIu6pantap 
Geolocation: -5.3519426,36.1339419 


s Rock Hotel 


Room count: 100 
Address : 3 Europa Road,GX11 1AAITM6pantap 
Geolocation: -5.351200103759766 ,36.133568288855614 
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